June 12, 1000 


Tobacco 

Institute 

Testing 

Laboratory 


2 Taft Court 
Rockville, 
Maryland 20850 
( 301 ) 294-8582 


William F. Kuhn 
Director R & D Support 
Philip Morris, U.S.A 
P.O. Box 26583 
Richmond, VA 23261 


Dear Bill: 

We obtained the following results for the requested retest of the brands specified in your 
lstrer of May 30, 1990. For Alpine KFMSP and Alpine 100FMSP, the sample was drawn from the 
current pickup. Market Sample 33. The remainder were reselected from the Market Sample 32 

reserve. ' 


Brand 



"Nicotine" 

_GQ 

Water 

TPM 

Puff Ct. 

: V 

Alpine KFMSP 

X 

UcU 17.0 

1.14 

16.0 

3.3 

21.4 

8.4 

" ^ 

S 

0.7 

0.04 

0.6 

0.6 

1.3 

0.2 

— ■=: 

Alpine lOOs 100mm 100FMIIP 

X 

/i, 015.4 

1.13 

14.6 

1.6 

18.1 

9-8 

~ ■ — 

S 

0.7 

0.05 

0.6 

0.2 

0.9 

0.3 

_ ^ 

Benson & Hedges Multifilter KFSP 

i 

X 

(ifl 11.3 

0.90 

11.1 

1.4 

13.6 

8.6 


s 

0.5 

0-04 

0.6 

0.2 

0.7 

0.3 


Philip Morris RJMF 

X 

aau 23.s 

1.43 

13.6 

4.0 

29-0 

7-7 


S 

1.2 

0,06 

1.0 

0-5 

1.6 

0.3 


Industry Monitor 12 

X 

12.5 

0.99 

13.9 

1.8 

15.2 

9.0 


S 

0.4 

0.04 

0.4 

0.2 

0.5 

0.2 


Industry Monitor 13 

X 

18.3 

1.2S 

17.8 

3.4 

23.0 

9.3 


s 

0.7 

0.04 

0.6 

0.4 

1.0 

0.2 

.••^ =rr 


The testing was carried out over a three day period with S different smokers. 

Sincerely, 



xc; 

John P. Rupp 




PM3000761912 


Source: https://www.industrydocuments.ucsf.edu/docs/ymbl0001 























